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SUB J : MAJOR PROJECTS: HOSPITAL EQUIPMENT 
REF: 76 TEHRAN 6302 


Message Text 


1 . INVITATIONAL TENDER IDENTIFIED REFTEL WILL BE 
ISSUED FOR 500 BED DARROUS GENERAL HOSPITAL IN 2-3 
WEEKS AND FOR 150 BED KERMANSHAHR GENERAL HOSPITAL IN 
2-3 MONTHS. ALL NON-FIXED EQUIPMENT EXCEPT EXPENDABLE 
SUPPLIES WILL BE PROCURED FROM SINGLE SOURCE. 


2. TENDER DOCUMENT PREPARED BY HOSPITALIA WILL BE 
ISSUED TO PREQUALIFIED BIDDERS ONLY. DOCUMENT IS 
1,000 PAGE PRINTOUT OF EQUIPMENT REQUIREMENTS 
INCLUDING EQUIPMENT FOR PATIENT ROOMS, OPERATING ROOMS, 

X-RAY AND RADIOLOGY UNITS, KITCHEN SUPPLIES, ETC. 

BIDDERS SHOULD BE ABLE TO GUARANTEE LOCAL SERVICE OF 
EQUIPMENT. MINISTRY WILL NOT PAY FEE TO LOCAL AGENT 
AND ADVISES U.S. FIRMS TO CONTACT MINISTRY DIRECTLY. 

PAYMENT TERMS CASH. VALUE OF CONTRACT FOR DARROUS HOSPITAL ESTIMATED 
AT $120 MILLION, FOR KERMANSHAHR HOSPITAL ABOUT $70 MILLION. 

3. AMONG FIVE THUS-FAR PREQUALIFIED BIDDERS AMERICAN 

HEALTH FACILITIES (AHF), A SUBSIDIARY AMERICAN HOSPITAL SUPPLY, IS 
ONLY U.S. FIRM. MANY U.S. FIRMS WROTE MINISTRY IN RESPONSE REFTEL 
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BUT NONE EXCEPT AHF WILLING OF ABLE TO SUPPLY TOTAL PACKAGE 
REQUIRED BY MINISTRY. 

4. ACTION REQUESTED: IF COMMERCE ABLE TO IDENTIFY ADDITIONAL 
U.S. FIRMS CAPABLE OF PROVIDING TOTAL PACKAGE, FIRMS SHOULD 
BE INSTRUCTED TO PREPARE PACKET CONTAINING (A) LETTER EXPRESSING 
INTEREST IN SUPPLYING TOTAL REQUIREMENTS FOR DARROUS AND 
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KERMANSHAHR HOSPITALS, (B) DESCRIPTIVE BROCHURES COVERING ALL 
EQUIPMENT ITEMIZED PARA 2 ABOVE, (C) RESUME CITING PREVIOUS 
EXPERIENCE IN SUPPLY OF TOTAL HOSPITAL PACKAGES. MATERIALS 
SHOULD BE MAILED WITHIN WEEK TO DR. AMIR S. ADJOUDANI, 

FIFTH FLOOR, SOCIAL WELFARE BUILDING, FAKHRAZI STREET (OFF 
SHAH REZA), TEHRAN OR TO LYNNE LAMBERT, BOX 2000, AMERICAN 
EMBASSY, APO NEW YORK 09205. 

MIKLOS 


UNCLASSIFIED 
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